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lIRoCHAIRliAl!  Al'ID  ISTJBERS, 


I have  pleasure  in  presenting  to  you  the  Annual  Report  for 
the  year  I966. 

Yours  sincerely, 

JOHIT  L, DAVIES. 

Medical  Officer  of  Health. 


VITAL  STATISTI C S . 


England  & 


LIVE  BIRTHS.  M,  F.  Total  I965  Wales  1966 


Legit  ima.te  ...  ... 

...  ...  80 

62 

142 

123 

Illegitimate  ...  ... 

« • • » ■>  • 4. 

8 

12 

11 

8a 

12 

134 

13i 

CRUDE  LIVE  BIRTH  RATE  per  1,000 

population 

21.6 

19.7 

ILLEGITIMATE  LIVE  BIRTHS  1 .H  of 

Total  Live  Births 

7.7 

CORRECTED  LIVE  BIRTH  ILITE  oer  1, 

000  population 

22.9 

20.9  17.7 

(Comparahiiity  factor  I.06) 

STILL  BIRTHS 


Legitimate  ... 

1 

0 

1 

0 

Illegitimate ...  ... 

1 

0 

1 

0 

TOTilL 

2 

0 

2 

0 

STILL  BIRTH  ILITE  per  1,000  live 

and  still  births. 

12.8 

Nil 

15.3 

TOTAL  LIVE  iilH)  STILL  BIRTHS, 

86 

70 

156 

134 

T0T;1L  DE/iTHS  FROM  IJjL  CAUSES 

34 

38 

72 

77 

DE/iTH  RilTE  per  1^000  population 

ALL  CAUSES 

10,1 

11.3 

CORRECTED  DEATH  IbiTB  per  1,000  population 

(Comparability  factor  O.99) 

10.0 

11,1 

11.7 

IHP/HTT  DEATHS  (under  1 year) 

Legitimate  ...  ... 

0 

1 

1 

3 

Illegitimate  ... 

1 

0 

1 

2 

TOT/Jj 

1 

1 

2 

iiTp;i\TT  mort;4lity  r.ite 

per  1,000  Live  Births 

13.0 

24.4 

19.0 

ITEO-RATliL  DEATHS  (under  4 weeks) 

1 1 

2 

2 

H'JILY  ITEO-NAT.'J;  DE..THS  (under  1 week) 

0 

1 — 1 

1 

2 

1IE0-EAT;Jj  M0RT;j:.ITY  iClTE  per  1,000 

Live  Births 

13.0  14.9 

12.9 
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Vital  Statistics  ( Pont ' d) 


IL  F.  Total 


F.‘JILY  i^O-ILVTAL  HORT.ILITY  RATE 

per  1,000  livG  births  6,5 

FFRIIIAT.II'  MORT/JjITY  FulTE  (still  births 
and  deaths  under  1 y;eek  per 

1,000  live  and  still  births)  19.2 

I.LlTIiIRl^/Jj  I)Iui.'i.THS  (including  abortion)  Nil 


LlilTURN/Ji  MORTALITY  IblTF  per  1,000 

live  and  still  births  Nil 


England  <3c 
1963  Wales  1966 

14.9  11.1 

14.9  26.3 

Nil 

Nil 
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19^6 


KOTIFICATOTS  OP  IPFPCTIOUS  DISSAS3S. 


Respiratory  Tuboroulosis 
Ron-Respiratory  Tuberculosis 
Measles. 


2 Males  aged  25  & 49  years. 

1 Female  aged  70  years. 

2 Males  aged  1 year  and  5 years. 

2 Females  aged  3 years  ajid  6 years. 


The  above  were  the  only  infectious  diseases  notified  in  19^6. 

Ro  cases  of  food  poisoning  were  reported. 

ESIITJISATIOR  ;J7I)  V.IGCIRATIOH. 

I am  indebted  to  the  County  Medical  Officer  for  the  following 
figures  for  irranunisations  and  vaccinations  carried  out  in  Bradford-on- 
Avon  for  1966s- 


IllIURISATIOil  AGITLRST  DIPHTHERIA,  mCOVim 
COUGH  .'AID  TEEAIUS. 


Year  of  Birth.! 

1 

1966. 

19650 

1964. 

1 

1963. 

1962.1 

1957-61. 

1951-56. 

Others 
under  I6 

Primary  imms. 

Diph. 

68 

54 

3 

2 

- 

- 

completed 

V/h/  c 

68 

54 

3 

. 1 

2 

during  I966 

Tet . 

68 

54 

3 

- 

- 

3 

Reinf .injects. 

Diph. 

- 

8 

52 

6 

2 

44 

1 

- 

administered 

Y/h/c 

- 

4 

35 

6 

2 

13 

- 

- 

during  I966 

Tet . 

- 

9 

' 

52 

6 

i 

2 

45 

1 



- 
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SIllLLPOX  VACCILVJICN, 


lionths . Years 


i'lge  group. 

0-3 

3-6  f 6-9 
! 

9-12 

1 

2-4 

— 1 

5-15 

Vaccinations 

- 

- 

- 

4 

22 

11 

2 

Re-vaccinat ions 



- 

- 

3 

FOLIOIIYELITIS  IIvU.njI'TIS.VTION  ST..TI3TICS,  1966 


Rge  Group. 

3rd  i 
Quad, 

2nd 
-In  j . 

3rd  inj. 
or  4th  Quad. 

4th 
In.i . 

3 oral 
doses 

j 2 orals 

aft  or  2 in.i . 

4th  oral 
3 ini. or 

after 

3 or| 

1966 

- 

- 

- 

67 

- 

- 

1965 

7 

- 

- 

113 

- 

5 

1964 

- 

- 

5 

- 

18 

- 

- 

19^3 

- 

- 

1 

- 

5 

- 

- 

1962 

- 

- 

1 

- 

1 

- 

- 

1957  - 1961 

- 

- 

1 

- 

25 

3 

4Q 

1951  - 1956 

- 

- 

- 

- 

3 

- 

1 

Others  under 

16. 

- 

- 

- 

- 

- 

- 

- 

Others  over 

16 

- 

- 

- 

- 

9 

- 

- 

TOTALS 

7 

- 

8 

_ 

241 

3 

47 

1 

■ 
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GENERAL  FROVISIOIT  OF  IIGL'XTH  SZiF.VICaS  IN  TIE  iiESA. 


Laboratory  Facilities. 

The  Public  Health  Laboratory  at  the  Manor  Hospital,  Combe  Park, 
Bath,  carries  out  all  bacteriological  examination  of  milk,  ice-cream  and 
other  foods.  Messrs. Waterfall  & O'Brien  of  Queen's  Square,  Bristol,  act 
as  Consulting  iuialysts  to  the  Council. 


Hospital  Facilities. 


These  are  the  responsibility  of  the  South  Western  Regional 
Hospital  Board. 

The  Bradford  on  Avon  District  Hospital  is  available  for  general 
cases,  and  Bradford  residents  have  all  the  facilities  of  the  various 
Bath  hospitals  available. 

The  Berryfield  Maternity  Hospital,  Bradford  on  Avon,  is  used 
both  for  local  cases  and  cases  from  the  West  Wilts  Hospitals  Management 
Committee's  area. 

Claverton  Hospital,  Bath,  is  the  main  Hospital  for  infectious 
diseases  for  a wide  area. 


Other  Facilities. 

(1)  Horae  Helpss  The  County  Council  Home  Help  Service  gives 

assistance  in  cases  of  acute  illness,  to  maternity 
cases  and  to  the  aged  in  their  ov/n  home. 

(2)  Nursing  in  One  midwife  and  one  nurse  are  available  for  the 
the  Home?  nursing  of  expectant  mothers  and  the  sick  in  the 

home . 

(3)  In  addition  to  the  above,  the  V/ilts  County  Council  also  provide 
for  the  follovving  services  in  the  areas 

Mental  Health. 

Services  under  part  III  of  the  National  Health 
Service  Act  for  the  prevention  of  illness,  ca,re 
and  after  care,  health  education, 
xlrabulancos  and  Ambulance  Cars. 

Health  Visiting. 

Child  Welfare. 

Vaccination  and  Immunisation. 

NLiTIOLVX  ASSISTiM?CE  ACT,  1948  & 1951 . 

No  action  had  to  bo  taken  under  Section  47  during  the  year. 
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W;.TIi]R  SUPPLY. 


During  1^66  there  were  a number  of  unsatisfactory 
reports  on  bacteriological  samples  of  water  taken  by  the  Rorth 
V/ilts  V/ater  Board  from  various  points  on  the  distribution 
mains.  The  report  on  a subsequent  sample  in  each  case  v/as 
satisfactory. 

^ This  matter  was  reported  to  the  Ministry  of  Health, 
and  the  bater  Research  Association  investigated  the  situation. 
The  fault  was  detected  a,nd  all  reports  have  since  been 
satisfactory. 


Jo L. DAVIES,  Mo  3. 5 B. S.  , 
D.P.H. 
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;u^'!u;x  RapoHT  of  ti-ie  public  hi:;jjTH  dispsctor 

FOR  TI-I5  mji  1966 


To  the  Chairman  and  Momhors  of  the  Bradford  on  Avon  Urban  District  Council 
Hr. Chairman,  Ladies  and  Gentlemen, 

Herev;ith,  my  Report  for  the  year  ending  31st  December, I966. 

In  retrospect,  this  seems  to  have  boon  a year  of  negotiation, 
discussion  and  planning  for  future  schemes  v^ith  few  accomplishments 
actually  taking  place  during  the  year.  The  extension  of  the  disposable 
bag  system  of  refuse  collection  continued,  and  work  started  on  the 
Middle  Rank  Preservation  Scheme  and  the  Redeveloment  of  the  Ashley 
pre-fab  site.  No  Council  houses  were  completed  during  the  year, 
and  there  was  a considerable  reduction  in  the  number  of  private  houses 
erected. 


Negotiations  for  the  new  Swimming  Pool  continued  and  by  the 
end  of  the  year  a more  ambitious  plan  was  being  considered  and  progress 
seemed  very  promising.  On  the  other  hand,  several  joint  meetings 
were  held  with  other  authorities  regarding  the  setting  up  of  a central 
Refuse  Disposal  Plant,  but  little  or  no  progress  had  been  made  by  the 
end  of  this  year. 

I would  like  to  acknowledge  the  help  I have  continued  to 
receive  from  Members  of  the  Council  and  colleagues. 


Yours  faithfully, 

C.M.H0L3GR0VE. 

Public  Health  Inspector. 
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PUBLIC  CLE;J;SIM}, 


Rofuso  Colloction.  , 

In  January  of  this  year 5 tho  Council  resolved  to  inplemcnt 
tho  Disposable  Bag  Systom  of  refuse  collection  comprehensively 
throughout  the  tov;n  by  means  of  a 3-yoar  programme  of  approximately 
600  units  annually,  commencing  1st  April  of  this  year.  By  the  end 
of  tho  year  therefore,  some  I25O  dv;ollings  (about  one-half  the  tov;n) 
were  sc  equipped,  and  in  general  tho  system  quickly  settled  down  to 
smooth  running  and  was  v/oll  received  by  householders.  Collections 
were  maintained  v^/ithout  any  additions,!  staff  or  equipment. 

Refuse  Disposal. 

Tipping  continued  during  the  year  on  tho  same  site  as 
previously,  but  it  is  apparent  that  it  will  not  last  more  than 
another  two  or  tliree  years.  A survey  was  carried  out,  but  no  other 
satisfactory  site  for  tipping  in  tho  area  could  be  found.  Three 
joint  mootings  v;oro  hold  with  neighbouring  Authorities  with  a view 
to  setting  up  a joint  disposal  plant,  but  by  tho  end  of  the  year,  no 
real  progress  had  been  made. 

Salvage . 


In  Ja,nuary,  tho  Council  agreed  to  appoint  a part-time 
baling  operative  for  12  hours  per  week.  The  amount  of  salvage 
despatched  to  the  Mills  for  tho  year  was  4I  tons  I6  cwts  3 qrs. 

Sewage  Disposal. 

The  nev/  works  continued  to  function  satisfactorily  and  no 
difficulties  v^ere  experienced  in  coping  v/ith  the  increased  volumes 
from  now  developments.  The  use  of  Aluminium  Chlorohydrate  to  assist 
sludge  drying  has  been  successful,  but  the  problem  of  sludge  disposal 
is  getting  prcgrossivcly  more  difficult  and  most  has  to  be  disposed 
of  to  the  refuse  tip. 


- 10  - 


Examination  of  Effluont  sampled  on  TuGsday,  19th  July, 1966 

at  11.43  hours. 


Rocont  v/oather.  V/ot. 


Physical  Characteristics 


pH  7.5 


Slightly  cloudy,  palo  grey  colour,  seme 
brown  suspended  matter  present.  Slight 
sewage  onoll . 


Chemical  Characteristics 

Disolved  oxygen 
Biochemical  oxygen  demand  in 

at  20°C. 

Suspended  solids 
Chloride  radical 


mg.  per  litre  (p.p.m) 

8.2 

days 

30 

25 

126 


SV/IM/ill'JG  BATH. 


The  indoor  pool  once  again  provided  a useful  amenity  for 
the  town  and  in  particular  for  the  school  children.  Bacteriological 
sterility  is  ensured  and  controlled  by  twice  da,ily  residual  chlorine 
readings, and  two  samples  submitted  to  the  Laboratory  were  both 
reported  as  satisfactory. 

Further  progress  was  made  with  negotiations  to  provide  a 
now  indoor  Swimming  Pool.  Specialist  consulto,nts  were  engaged,  a 
suitable  site  purchased,  and  as  a result  of  meetings  v/ith  the  Ministry 
and  the  Y/ilts  County  Council,  a m.ore  ambitious  scheme  v/as  envisaged 
towards  the  end  of  the  year,  whereby  the  new  pool  would  also  serve 
adjoining  areas  of  population. 


HOUSIHG. 

The  year  sav/  a com.pleto  gap  in  the  Council's  house  building 
programme  in  terms  of  finished  houses  although  by  the  end  of  the  year, 
work  had  been  coram.onced  on  the  Ashley  Close  site  and  the  Middle  Rank 
Preservation  Scheme.  The  Ashley  Close  development  is  the  first  part 
of  a two-phase  scheme  to  clear  tv/enty  pre-fabs  a-nd  replace  thorn  with 
40  terraced-typo  traditional  houses  v/ith  partial  central  heating  and 
garages.  Eleven  pre-fabs  were  demolished  to  allow  work  to  start  cn 
the  first  tv;enty  houses.  Reconditioning  of  Nos.  31  & 32  St  .Margarets 
Hill  v/as  completed?  work  commenced  on  No. 22  Tory  and  loan  sanction 
received  for  N0S.I6  & I7  Tory.  Tenders  for  the  block  of  O/P  Flats  at 
St. Margarets  Hill  wore  obtained,  and  application  for  loan  sanction  made 
A draft  layout  for  the  development  of  land  between  Trowbtidge  Road  & 
Frome  Road  which  would  comprise  the  Council's  future  10  yea.rs  programme 
was  approved  in  principle,  and  negotiations  for  the  dovelopraont  of  land 
at  the  rear  of  Tory  for  ultimate  private  development,  continued. 
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Number  of  houses  classified  as  unfit s- 


Domolition  Orders. . ... ....... ..... . 

Closing  Orders. 

Undertakings  accepted. ............. 

Number  of  Closing  Orders  cancelled 
or  rescinded .............. 

Number  of  Undertakings  cancelled 
or  rescinded. 

Number  of  Demolition  Orders 
cancelled, 

Houses  built  during  the  year 

By  the  Council 

By  private  enterprise. ............. 

Improvement  Grants  Approved 

Discretionary, 

Standard ........................... 


.Nil 

.Nil 

.Nil 


..  3 
..  7 
. .Nil 


.Nil 
. 64 


5 

16 


10 


FOOD 


Liilk 


Milk  sampling  continued  as  a delegated  function  for  the  County 
Council,  with  the  following  resultss- 


Gra,de 


Passed 
Prescribed  Tests 


Failed 

Prescribed  Tests 


Sterilised  ■ 3 Nil 

Tuberculin  Tcsted( Pasteurised)  31  Nil 

Channel  Island( Pasteurised)  25  Nil 

Total  samples  taken. .................. 59 

Number  of  Licenced  dealers. ........... .6  until 

7th  December ,1966  after  which  there  wore  8. 

All  dealers  obtain  their  milk  pre-packed  from  plants  in  other 
districts. 

Ice-Cream. 

Number  of  premises  registered  for  the  storage  and  sale 
of  ice-cream, 23 


Results  cf  Sam.pl ing 

Grade  I Grade  II  Grade  III  Grade  IV 


Number  of  Samples  ta.ken 


35 


Nil 


Nil 
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V/atero 


Eighteen  samples  v/cre  taken  from  the  distribution  main 
for  bactoriological  analysis.  All  except  one  were  satisfactory, 
the  unsatisfactory  one  having  a count  of  7 coliform  bacilli  per 
100  ml.  with  no  bacterium  coli  type  one  present.  Chlorine 
residuals  in  the  distribution  system  are  as  high  as  0.5  pts.per 
million,  and  some  complaints  of  taste  and  smell  of  chlorine  have 
been  received  from  the  public.  During  the  year,  the  source  at  the 
"Ilain  Station"  v/as  closed. 

Chemical  /analysis. 


Physical  Examination 

Appearance 


Sub-Station 


I 

I 


Clear,  bright  colourless. 
No  smell  or  taste. 


General  Chemical  Examination 

Reaction  pH 


Free  Chlorine 

Amraonia  (as  H') 

Free 

Albuminoid 

Chlorine  (as  Chlorides) 
equivalent  to  Sodium 
Oxygen  absorbed  (4  hrs) 
Nitrogen  in  Nitrite 
Nitrogen  in  Nitrate 
Total  solids 
Loss  on  ignition 
Appearance  on  ignition 

Hardness s Temporary 
Permanent 
Total 

Iron  Fe 
Lead  Pb 
Copper  Cu 


7.2 

Parts  per  Million. 

0.5 


Less  than  0.002 
0.008 
167 

liloride  276 

0.17 

0.01 

2.9 

764 

42 

No  visible  darkening. 

280 

108 

388 

0.20 

less  than  0.1 
less  than  0.1 
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Food  Hy:^iono  Rogulaticns  19^0 


Grocers  and  Groongrocors..  . o . . » » . » . » . . o . 20 
Confoctionorso  .o o.«<,  o.  ,<.0 » 6 

Butchers  o . « » , » . , . « » . , . » » » » o . » o . . 4 

Hotels,  Public  Houses  e,nd  Cluhso . I8 
Resta-urants  and  Cafes ....................  4 

Fish  and  Chip  Saloon. ....................  1 

I'/Iiolosale  .........00.  .0.060000.  90.....  0.0  2 

ilgricultural  (not  farms) . ............... . _4 

Routine  inspections  continued  and  any  action  necessary  v/as 
satisfactorily  obtained  by  informal  means. 

Unsound  Food. 

Two  cases  occurred  during  the  year,  both  from  retail 
shops.  The  first  concerned  a package  of  sausages  v/hich  were  found 
to  be  mildewed,  v/hilst  the  second  was  a tin  of  moat  found  to  contain 
a mould  when  opened  which  was  subsequently  identified  as  an 
ilspergillus.  After  full  invostigatiens,  both  cases  wore  reported 
to  the  Council  who  decided  to  issue  strict  warnin_gs  rather  than  take 
formal  action  under  the  Act. 


RQBBHT  COITTROL. 

Thirty  private  dwellings  were  treated  for  rat  infestation 
involving  a total  of  I98  visits  to  provide  effective  eradication. 
Similarly,  a further  9 dwellings  were  treated  for  mice  infestations 
which  involved  64  visits.  I)v;elling  houses  are  treated  without  charge. 

Ten  business  premises  v/ore  treated  for  rat  infestations 
which  involved  143  visits  to  effectively  control.  These  premises 
comprised  4 food  shops,  2 farms  and  4 factories. 

This  years  sewer  treatments  showed  excellent  results  and 
indicate  the  value  of  regular  treatments  over  a period.  Seventy  six 
manholes  were  treated,  most  in  areas  known  to  be  previously  infested, 
and  only  3 manholes  showed  evidence  of  partial  take.  These  three 
were  also  clear  by  the  end  of  the  treatment  period. 

The  Rodent  Operative  attended  a further  course  of  training 
at  Elmbridge  Court,  Gloucester,  in  June. 
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ATMOSPHERIC  POLLUTION 


The  bag  filter  plant  referred  to  in  last  years  report  in 
connection  7;ith  a nuisance  being  caused  by  rubber  dust  emission,  was 
installed  and  was  operational  by  the  end  of  May.  This  was  successful 
in  eliminating  all  rubber  dust  emission,  but  it  was  then  found  that 
there  was  a residual  fall-out  of  oil  soot  particles  from  the  boiler. 
Various  modifications  and  the  use  of  chemicals  wore  tried  without 
success,  and  by  the  end  of  the  year  it  was  decided  that  a new  insulated 
chimney  stack  would  have  to  be  built  to  cure  this  trouble, 

PUBLIC  HEilLTH  ACT  - GElEURi'iL 


The  work  of  moving  the  composting  yard  belonging  to  a local 
firm  of  mushroom  growers  referred  to  in  last  year's  report,  was 
completed  by  June.  Fo  further  complaints  wore  received  during  the 
remainder  of  the  year, 

I)ISB..SES  OF  /JUMi^LS  (WASTE  FOOD)  ORDER,  1957 

I'To.of  premises  licenced. .3 
ITo.of  breaches  or  order.. .Fil 


PET  ;j\TI]\i/iLS  ..CT 

There  is  one  premises  enly  licenced  under  this  Act,  and  this 
operated  satisfactorily  throughout  the  year. 


OFFICES,  SHOPS  im  IL1IL?/AY  PREIgSES  ACT,  1963 

TxABLE  A - REGIS'rRATIOFS  ilTI)  GEFEEiJj  IFSPECTIOF 

Period,  covered s Year  19^6 


Class  of  premises. 

Fumber  of  premises 
registered  during 
the  year. 

Total  number  of 
registered  premises 
at  end  of  year. 

Fumber  of 
registered 
premises 
receiving  a 
general 
inspection 
during  the 
year. 

(i) 

(2) 

(3) 

(4) 

Offices 

Fil 

13 

4 

Retail  shops 

Fil 

40 

8 

V/holesale  shops, 

warehouses. 

Fil 

3 

1 

Catering  establishments 

open  to  the  publicf 

Fil 

2 

2 

canteens. 

Fuel  storage  depots 

Fil 

1 

Fil 

Totals 

Fil 

59 

15 
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TiiBLE  B.  No. of  visits  to  rogistered  premises. . ....o.  ...o. . 26. 
TiiBLE  C.  ijialysis  of  persons  employeds 


Class  of  Workplace. 


Number  of  persons 
employed. 


(l)...  . _ 

Offices. 

45 

Retail  shops 

140 

Wholesale  departments 
and  Warehouses 

6 

Catering  establishments 
open  to  public 

2 

Canteens 

1 

Fuel  Storage  depots 

1 

Total 

195 

Total  Males 

71 

Total  Females 

124 
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P.*CTORII]S  .uro  wOEICSHOPS. 


(l)  IRSPECTIORS  for  purposes  of  provisions  as 
to  health. 


Premises 

(1) 


I'Tunbcr 

on 

Rogistor 

(2) 


Inspections 

(3) 


Number  ofs 


V/ritten 

Notices 


(4) 


Occupiers 

Prosecuted 

(5) 


(i)Pactorios  in 
which  Sections 
1,2,394  & 6 
are  to  be 
enforced  by 
Local 

Authorities 

(ii)pactories  not 
included  in 
(i)in  v/hich 
Section  7 is 
enforced  by 
Local 
Authority 

(iii)Cthor  premises 
in  which 
Section  7 is 
enforced  by 
the  Local 
Authority 
( excluding 
out-worker' s 
premises). 


20 


18 


TOTALS 


24 


23 
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FACTORIES  WORKSHOPS  (Cont’d) 


(2)  Cases  in  v/hich  DEFECTS  wore  found 


No. 

cases  in  v;hich  defects  found 

Particulars 

(1) 

Pound 

(2) 

Remedied 

(3) 

Refe 

to  H. M, 
Inspector 
(4) 

‘rred 

by  H.M, 
Inspector 

(5) 

No.  of  cases  in 
which  prosecutions 
wore  instituted. 

(6) 

Want  of  clean- 
liness (s.i) 

1 

1 

- 

- 

- 

Overcrovyding . 
(S.2) 

Unreasonable 

temperature 

(S.3) 

Inadequate 

ventilation 

(S.4) 

Ineffective 

drainage  of 
floors  (S.6) 

Sanitary- 

conveniences 

(S,7) 

( a) lnsuf f icient 

(b) Unsuitable  or 

defect ive. 
(c)Not  separate 
for  sexes 
Other  offences 
against  the 

Act  ( not 

1 

1 

including 
offences 
relating  to 
outwork) 

TOTilLs 

2 

2 

- 

. 

- 

! 

FACTORIES  ACT  19 ft  - OUTWORK 

(Section  133  (2)  ) 

NIL* 
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C.M.HOLSCROVE 
Public  Health  Inspector 
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